BELL SYSTEM PRACTICES SECTION 040-666-701 
Plant Series Addendum 1, June, 1964 
AT&TCo Standard 


: KS-15516-TYPE CONTROL RELAYS 
C REQUIREMENTS AND ADJUSTING PROCEDURES 


1. GENERAL 


1.001 This addendum supplements Section 
040-666-701, Issue 1. 


ee 1.002 This addendum is issued to specify the 
use of KS8-19578 L1_ trichloroethane 
wherever KS-8372 trichloroethylene is now spec- 
ified. The same precautions that apply for 
KS-8372 trichloroethylene shall apply to the 
KS-19578 L1 trichloroethane. 


© American Telephone and Telegraph Company, 1964 Page 1 
Printed in U.S.A. 1 Page 


